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E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, CZ, US 

SUBJ: US CNC CONTROL UNIT TO CZECHOSLOVAKIA - IL 1091 

REF: STATE A-5379, BEWT NO. 182497, COCOM DOC (76) 2009 

GERMAN DEL RESERVED POSITION AND ASKED FOLLOWING 
QUESTIONS: 

1) WHO IS PRODUCER OF THE CNC CONTROL UNIT? 

2) SINCE WHEN HAS IT BEEN ON THE MARKET? 

3) IS THERE ANY SAFEGUARD OR GUARANTEE THAT NO 
IMPORTANT STRATEGIC INFORMATION CAN BE EXTRACTED FROM 
THIS EXPORT? 

4) WHY IS THIS UNIT NOT TO BE MOUNTED IN THE 
WEST; SEE COCOM DOCS (76) 1782 AND (76) 1842, PARA 7? 

5) WILL THE CONTROL UNIT BE DELIVERED WITH DNC 
INTERFACE? 

6) WITH WHAT STORAGE CAPACITY WILL THE UNIT BE 
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DELIVERED? 

7) DOES THIS EXPORT INCLUDE DELIVERY OF A FEEDBACK 
SYSTEM? IF SO, WHAT SYSTEM? 

8) WILL SOFTWARE ALSO BE DELIVERED? 
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9) REQUEST DIAGRAM OF THIS CNC UNIT. 

TURNER 
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